BOARD OF GOVERNORS OF CONCORDIA UNIVERSITY 


MINUTES OF THE MEETING OF THE BOARD OF GOVERNORS OF CONCORDIA 
UNIVERSITY HELD ON THURSDAY, MARCH 8, 1979, AT 12:00 NOON 
IN THE HALL BUILDING 


ATTENDANCE: Present were: Mr. C. A. Duff, Chairman, Mr. C. Berks, Mr. E. Blitstein, 
Prof. J. Bordan, Mr. M. J. Bourgault, Dr. R. W. Breen, Mr. D. Dawson, 
Dr. M. S. Dubas, S.J., Mr. G. T. Fisher, Rev. A. Graham, (Open Session 
only), Mr. John James, Dr. S. Kubina, Mr. R. L. Grassby, Mr. E. A. 
Lemieux, Prof. David MacDonald, Prof. G. Martin, Mr. M. B. Mulroney, 
Mr. L. Palnick, Dr. J. W. O'Brien, Prof. R. E. Wall, Dr. R. P. Duder, 
Secretary. 


OPEN SESSION 
1. Chairman's Remarks 


Mr. Duff congratulated Mr. Lemieux on his recent appointment as Vice-President in 
charge of Finance at Hydro-Québec. 


Mr. Duff spoke of the recent capture by the Concordia Stingers of the Quebec College Ice 
Hockey Championship, adding that the Stingers are hosting the National Championship 
at the Pointe Claire arena in mid-March. 


2 Minutes of the Previous Meeting (February 8, 1979) 


On a motion duly made and seconded, the Minutes of the previous meeting were 
approved as circulated. 


3. Committee Reports 


Mr. Duff reported that the Development Fund Committee was continuing its meetings. 


4. Correspondence 


A letter had been received from the Canadian Sociology and Anthropology Association 
urging that Canadian universities adopt a policy which would preclude investments in the 
Republic of South Africa. The Chairman pointed out that this letter was not applicable to 
Concordia University, which had no investments in South Africa. It was suggested by 
Mr. Lemieux that a copy of the letter be sent to the Benefits Committee. 


New Business 


Distribution of the Money raised by the Development Fund Campaign 


The Rector presented in tabular form a report on the proposed distribution of the funds 
which had been raised by the 1978 Development Fund Campaign. 


On a motion duly made and seconded, the proposed distribution of these funds as 
presented by the Rector was approved by the Board. 


Draft Resolution concerning the Fluid Control Centre 


This resolution was introduced and the reasons for its having to be approved by the 
Board were explained by Prof. Bordan. 


On a motion duly made and seconded, the following resolution was approved by the 
Board: 


"ATTENDU que le 3 novembre 1970 une unité de recherche connue et désignée 
sous le nom de Centre des contrI6les a fluides a été créée au sein de la Faculté de 
Génie de l'Université Concordia; 


ATTENDU que ledit Centre a été ainsi constitué sous l'autorité du Recteur et 
Vice-Chancelier de l'Université en vertu des pouvoirs généraux qui lui ont été 
délégués ou attribués par le Conseil d'administration de l'Université; 


ATTENDU de plus que ledit Centre a été alors ainsi créé ou constitué a la 
connaissance et avec l'enti¢re approbation de Conseil d'administration; 


ATTENDU en outre que dans la mesure ou il peut étre nécessaire et requis pour 
diverses raisons de ratifier et confirmer la décision du Recteur et Vice-Chancelier et 
d'accorder audit Centre la reconnaissance officielle du Conseil d'administration, il 
convient d'adopter la présente résolution. 


EN CONSEQUENCE: sur proposition diiment appuyée, il est unanimement 
résolu: 


1° De ratifier et confirmer la décision prise en date du 3 novembre 1970 par le 
Recteur et ViceChancelier de l'Université créant et constituant un Centre des 
contréles a fluides au sein de la Faculté de Génie de l'Université Concordia; 


2° De reconnaitre ainsi officiellement l'existence dudit Centre et d'attester qu'il 
existe depuis le 3 novembre 1970, et ce, a toutes fins que de droit." 


A copy of this resolution will be inserted into the Minute Book. 


6. Date, Time and Place of the Next Meeting 
The next regular meeting of the Board will take place at noon, Thursday, April 12, 1979 


in the Hall Building. The May meeting will almost certainly take place on the Loyola 
Campus on Thursday, May 10, 1979 at 6:00 p.m. 


7. Adjournment 


There being no further business, the meeting adjourned at 2:15 p.m. 


R. P. Duder 
Secretary of the Board 


